Nassif, Julianne (DPH) </0=C0MM0NWEALTH OF 

From: MASSACHUSETTS/OU=MASSMAIL- 

01/CN=REC IPIENT S/CN=JULIANNE NAS SIF> 

Sent: Friday, June 3, 2011 10:19AM 

To: Clemmer, Jill (DPH) <Jill.Clemmer@MassMail.StateMA.US>; Gu, Jane X. 

(DPH) <Jane.X.Gu@MassMail.State MA.US>; Hannon, Bruce (DPH) 
<Bruce.Hannon@MassMail.StateMA.US>; Cheng, Gloria (DPH) 
<Gloria.Cheng@MassMail.StateMA.US>; Gillis, John (DPH) 
<John.Gillis@MassMail.StateMA.US>; Jenner, Jennifer (DPH) 
<Jennifer.Jenner@MassMail.StateMA.US>; KaneOl, Peter (DPH) 
<Peter.Kane01@MassMail.StateMA.US>; Noddin, Linwood (DPH) 
<Linwood.Noddin@MassMail.StateMA.US>; Servizio, Paul (DPH) 
<Paul.Servizio@MassMail.StateMA.US>; Corbett, Kate (DPH) 
<Kate.Corbett@MassMail.StateMA.US>; Feiden, Stacey (DPH) 
<Stacey.Feiden@MassMail.StateMA.US>; Frasca, Daniela (DPH) 
<Daniela.Frasca@MassMail.StateMA.US>; Glazer, Lisa (DPH) 
<Lisa.Glazer@MassMail.StateMA.US>; Khan, Annie (DPH) 
<Annie.Khan@MassMail.StateMA.US>; Lawler, Michael (DPH) 
<Michael.Lawler@MassMail.StateMA.US>; Medina, Nicole (DPH) 
<NicoleMedina@MassMail.StateMA.US>; O'Brien, Elisabeth (DPH) 
<Elisabeth.O'Brien@MassMail.StateMA.US>; Piro, Peter (DPH) 
<Peter.Piro@MassMail.StateMA.US>; Renczkowski, Daniel (DPH) 
<Daniel.Renczkowski@MassMail.State.MA.US>; Salemi, Charles (DPH) 
<Charles.Salemi@MassMail.StateMA.US>; Saunders, Della (DPH) 
<Della.Saunders@MassMail.StateMA.US>; Tan, Zhi (DPH) 
<Zhi.Tan@MassMail.StateMA.US>; Tran, Mai (DPH) 
<Mai.Tran@MassMail. State.MA.US> 

Subject: FW: stuck service elevator 


From: Smole, Sandra (DPH) 

Sent: Friday, June 03, 2011 10:16 AM 

To: Han, Linda (DPH); Caloggero, Dina (DPH); Connolly, Grace (DPH); Nassif, Julianne (DPH); Stiles, Tracy (DPH) 
Subject: stuck service elevator 

Importance: High 

FYI- 

The service elevator is out of service just now. Nick Arrango (Bw) and Oliver (UMASS) got stuck in the service 
elevator (between floors). Oliver was able to pry open the door and he and Nick climbed out. The doors closed 
(are now unopenable) and the samples will have to remain inside until the service elevator folks come to repair it 
(several hours). 


Corbett email PRR 000033 






